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POSSIBLE PROSPECTS FOR CHAIRMAN, RESEARCH AND DEVELOPMENT BOARD 


NAME 
Anderaon, br. G. Dd. 


Bacher, Dr. Robert Fox 
Bainbridge, Dr. Kenneth f.. 
Baiteell, Prof. George Alfred 
Batt, Dr. Willian dear ge 
Bolton, Dr. Klmer K. 

Chubb, Dr. lewis weeaes 
Dempster, A.J. 

Dryden, Prof. Rugh Naetees 
een Dr. sii Jr. 
Dunning, Prof. John Ray 
Fair, Prof. Gordon M. 

Foote, Dr. Paul Darwin 
Frenkel, 

Pry, Dr. fhornton Carl 
Gaither, Rowan 

Hatmwell, Prof, Gaylord Probasco 


Harrison, Prof. George Russell 


LOCATION 


California Institute of Technology 
Pasadena, California 


Cornell University 
Ithaca, New York 


Harvard University 
Cambridge, Mass. 


Yale University 
New Haven, Connecticut 


,Bicchemical Research Foundation 
Newark, Delaware 


BuPont, . 
Wilmington, Delaware 


Viestinghouse Electric & Manufacturing Co. 
East Pittsburgh, Pa. 


University of Chicago 
Chicago, Il 


2020 Pierce Mill Road, N.W. 
Washington, BD. C. 


Mt. Wilson Observatory 
Pasadena, Cal, 


Columbia University 
New York, New York 


7 Scott St. 
Cambridge, Mass. 


Gulf Res & Dev Co. 


Bed. Drawer 2038 
Pitts. Pa. 


Bell Telephone Labs 
463 West Street, New York; W.Y. 


Lawyer 
San Francisco 


Univ of Pennsylvania 
Philadelphia, Pa. - 


MIT, Cambridge, Mans, 


HAME 


wae 


Heald, Pres. Henry ?, 
Hildebrand, Prof. Joel Henry 


Houston, Livingston 
Hunsaker, Dr. Jerome C. 
Hutcheson, J.4.. 


ives, Dr. Herbert Eugene 
Jeffries, Zay 

eee: Dr. tin 
latimer, Prof. Wendell yw. 
Lauritsen, Prof, Charles C. 
aay. Prof. Francis theeler 


Mather, Prof, Kirtley Fletcher 


Meyerhoff, Prof, Howard Augustus 


Millikan, Prof. Clark BL 


Murphree, E.V, 
Potter, Dean Andrey A. 


Prentice, Pres. Donald Bishop 


Richards. Dr. Alfred ¥. 


Robbins, Dr. William Jacob 
Rogers, Pres. Harry Stanley 


se 


<§ 
LOCATION 

Tllinois Inst of Tech 
Ghleago, Ti. 


Univ of California 
Berkeley, Calif, 


President Hensselaer Polytechnic Inst, 
MIT, Canbridge » Mase, 


Westinghouse Electric Corporation 
East Pitts, Penn, 


32 Laurel Place, 
Montclair, Wew Jersey 


Chemical Department, Gen, Electric Co, 
1 Plastics Avenue, Pittsfield, Mass, 


- Gen. Electric Company 


Schenectady, New York 


Univ of Calif 


' Berkeley, California 


Calif Institute of Tech 
Berkeley, Calif, 


University of Dilinots 
Ur bana, fil, 


Harvard University, Cambridge, Mase, 
7 Hanpton Terrace, ¥orthhampton, Masa, 


Calif. Institute of Tech, 
Pasadena, Calif, . 


Standard O41 Dev. Co., 


S8ehool of Engineering 
Purdue University, Lafayette, Ind, 


Rose Polytechnic Institute — 
Terre Haute, Ind. 


New Jer sey 


University of Penn. 
Phil. Pa, 


N.Y. Botanical Gardens, N.Y. 


Polytechnic Inet. of Brooklyn 
Brooklgn, N.Y. 


22 December 19149 


bri ‘Gompton's decision (2) 


Hot ‘deened suitable 


Goapton's: decision (2) 
“Mot ‘deduedt sunt" 


te Nob cee ratvaniet 


Dre Be Oengtont seteion (?) 


i 


Seats. 


Scimtte Stature plus 


: Deened not utters 
Houston, 1 ¥.Y. : ‘President Rios Institute ‘Deemed not. suitable” 
Kelly, Mervin _—=>=s-Exeoutive Vive President, Present coumituent# 


“Killian, JR. Premident, MIT. 


Present coma taents 
“Moreland, BL. (2) ) 


(2) 


Noyes, 1 Woke Head, Departnent of Fcianister Deened not suitable” 


